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SUBJECT: STANDARDS HARMONIZATION: OPTIMUM METRIC FASTERNS (OMFS) 

REF: A. STATE 72517 
B. EC BRUSSELS 2427 

1. THE MISSION PASSED ON TO EC COMMISSION OFFICIALS DE JONGE 
(INDUSTRY) AND AARTS ( EXTERNAL AFFAIRS) THE SUBSTANCE OF PARAS 
6 AND 7 IN REFTEL A. WE INDICATED THAT WE HOPED THAT 
NEGOTIATIONS BETWEEN US AND EUROPEAN INDUSTRY REPRESENTATIVES 
WOULD RESULT IN A RESOLUTION OF THE ISSUES ON OMFS BY THE 
PARTIES THEMSELVES. 

2. BOTH OFFICIALS WERE PLEASED THAT DR. THURNAU OF THE 
NATIONAL ASSOCIATION OF GERMAN MACHINERY MANUFACTURERS (VDMA) 
HAD FRUITFUL TALKS IN WASHINGTON. THEY SAID THE COMMISSION 
WOULD ALSO LIKE TO SEE THE ISSUES RESOLVED BY THE PRIVATE 
INTERESTED PARTIES AND THUS THEY LOOK FORWARD TO THE RESULTS OF THE 
ISO TECHNICAL COMMITTEE MEETINGS TENTATIVELY SCHEDULED 

FOR APRIL 17-18 IN MUNICH. 
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